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OXYGEN THERAPY 
DEMANDS 
CONSTANT 
CHECKING”’ 


You check oxygen 
concentration quickly with... 


NEW O.E.M. 

ELECTRONIC 
OXYGEN 
ANALYZER 


...for critical and routine oxygen 
* tests in tents, hoods, incubators. 


ony $122.50 


Write for details today 


0.E.M. CORPORATION - EAST NORWALK, CONN. 


Better Products for Better Oxygen Therapy 
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"There wasn 
he sitation... 

is of the many 

| dealers located in principal cities 
__ throughout the country. 
| 2.2, end he didn’t hesitate for a moment 
| when he recommended Puritan medical 
gases and gas therapy 

_ for the hospital. 
; | Why? Because he knew that the Purita 


organization would be standing 
solidly behind him. He would have 4 
their years of experience to draw 4 
upon. He knew that Puritan 

would help him in rendering 
unmatched service, and that 

theirs was a product he 

could sell with confidence. 
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SINCE 1913 

KANSAS CITY 8. MO. 


PRODUCERS OF MEDICAL GAS 
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moshing manual for teaiment of 
PULMONARY 
EMPHYSEMA 


Edited by ALVAN L. BARACH, M.D. - 548 pp. 
and HYLAN A. BICKERMAN, M.D. 3 147 figs. 

~ With 18 Contributors | $10.00 
 G@QNTENTS INCLUDE: 


Pathogenetic and Allied Influences in Chronic P. E. 

“Application of Respiratory Physiology to Therapeutic Procedures — 
Restoration of Diaphragmatic Function and Breathing Exercises 
Senile Emphysema @ Corticotropin and the Adrenocorticosteroids 
Pharmacologic Therapy @ Methods of Aiding Bronchial Drainage 


- Aerosol Therapy in the Management of Bronchopulmonary Infection, In- 
cluding Use of Exsufflation 


Mechanics of Breathing 
Administration of Bronchodilator Aerosols and the Use of Intermittent 
Positive Pressure Breathing (IPPB) 


Physiologic Consideration in Management Relative to the Development of 
Acidosis and to the Work of Breathing 


Role of Infection in Chronic Hypertrophic P. E. 
Diffusing Capacity of the Lungs in Patients with P. E. 
Respiratory Acidosis © Cor Pulmonale in Chronic P. E. 
Surgical Procedures @ Respiratory Function Tests 
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I enclose full payment to save postage and handling charges. 
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THE INCOMPARABLE, PATENTED 
BENNETT VALVE: 


comsineo with NEW, exciusive BENNETT 
-@AIR/OXYGEN DILUTER 
-©PUSH-PULL DILUTER CONTROL 


*BENNETT MOUTHPIECE 
clinis hninistration of patient- 
iittent positive pressure 

g (LPP. — Insp.) 


“THE VALVE THAT EATHES WITH YOUR : 
The heart of every Bennett Unit, the BENNETT VALVE mec 1ism,- is an > 
all-metal, life-time instrument . . . precision-machined from solid metal stock CO 
to accurate and permanent tolerances . . . operating on jeweled bearings Ro 
guaranteed against all defects in workmanship or parts. | 


BENNETT VALVE THERAPY is authoritatively recognized as the most offi: 
cient treatment in cases of emphysema, asthma, bronchiectasis, atelectasis, 
and many other acute and chronic conditions involving dyspnea and. insuffici- 
ency of respiratory ventilation. The unit is ideal for treatment. in hospital, 
office or home. 


SEND FOR REPRINTS AND BROCHURE: ““WHY A BENNETT UNIT FOR 1.P.P. 


V. RAY BENNETT & ASSOCIATES. et | 


2230 South Barrington Avenue, Los Angeles 64, California . 
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Training School News 


por A NUMBER of years there has been an increasing awareness of the 

L inadequacy of preparation of inhalation therapists coupled with the 
steady increase in complexity of inhalation therapy apparatus and tech- 
niques. | 

Most of our members have for a long time advocated some type of 
formalized training in addition to experience as a necessity for a good 
inhalation therapist, and it has been towards this end that the annual 
meetings of the A.A.I.T. have for the past six years included an intensive 
instruction period conducted by doctors most of whom are members of 
the American College of Chest Physicians. We have, of course, been fully 
cognizant of the fact that this brief course could hardly be expected to do 
-what'a longer training period could for a therapist, but time, money, phy- 
sical facilities-and other conditions have not been propitious for the initia- 
tion of any more long-range ambitious type of program up to this time. 

In 1950, the Committee on Public Health Relations of the New York 
‘Academy of Medicine conducted a survey of existing practices:in regard 
to inhalation therapy in hospitals as opposed to the available information 
on equipment and methods at the time, and found a woeful discrepancy. 
They made a report called the “Standards of Effective Administration of 
Inhalation Therapy,” which appeared in the Journal of the American 
Medical Association September 2, 1950 (144:25); and using this as a be- 
ginning point, a joint committee of the N.Y. State Medical Society and 
the N.Y. State Society of Anesthesiologists began a long investigation into 
the problems involved. In April of this year they arrived at a set of “Essen- 
tials of an Acceptable School for Inhalation Therapy Technicians,” which 
they resolved to submit to the Council on Education of the American 
Medical Association at its annual meeting in June. | 

These “Essentials” were embodied in a resolution (No. 12) presented 
to the House of Delegates of the American Medical Association at its June 
convention. The Reference Committee of the Council on Medical Educa- 
tion and Hospitals in its report approved the resolution in principle and 
recommended that it be referred to the Council for further consideration. 
This portion of the Committee's report was adopted by the House of Dele- 
gates. | 
: The significance of this is that a set of educational standards for inhala- 
tion therapists is now being considered by the Council on Medical Educa- 
tion and Hospitals of the A.M.A. It is possible, and it is hoped, that action 
evolving from the initial work of the Council may eventually lead to the ~ 
development of uniform standards of education and training for therapists 
and for the accrediting of training schools. 

This represents a very active and progressive step in the right direction 
for the A.A.LT., since the creation and adoption of such standards, when- 
ever this may come about, will give all inhalation therapists, working 
together, an opportunity to bring greater respect to their profession. When 
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the time comes, we must do what we can to urge medical centers to in- 
augurate training programs and we must participate in every way we 
can—either as students or as instructors or assistants, depending on our 
experience and other qualifications. 


= 


James F. Wuitacre, EDITOR 


The suggested “Essentials of an Acceptable School for Inhalation Therapy Techni- 
cians” mentioned above appeared in the April 15th New York State Journal of Medicine 
(pages 1319-20), as a part of the report of the joint committee of which Dr. Vincent J. | 


Collins was chairman. They are of such interest to all of us that they are reprinted in 


full here. 


EsSENTIALS OF AN ACCEPTABLE SCHOOL 
FOR INHALATION THERAPY TECHNICIANS 


I. Administration 

A. Acceptable schools for training in- 
halation therapy technicians should be 
established only in medical schools and 
hospitals approved by the Council on 
Medical Education and Hospitals, of the 
American Medical Association or in col- 


leges or universities affiliated with ac- — 


ceptable hospitals and accredited by the 
Association of American Universities or 
the respective regional association of col- 
leges and secondary schools. 

-B. All training of technicians shall be 
under competent medical control. 

C. Resources for continued operation 
of the school should be insured through 
regular budgets, gifts, or endowments but 
not entirely through students’ tuition fees.° 
Experience has shown that commercial 
schools operated for profit frequently do 
not adhere to proper ethical and educa- 
tional standards’ and are not acceptable. 

D. There must be available records of 
high school, college work, or other cre- 
dentials of students. Attendance ‘and 
grades of students together with a de- 
tailed analysis of their clinical experience 
shall be recorded, by means of which an 
exact knowledge may be obtained regard- 
ing each student’s work. 

II. Faculty 

A. The school should have a compe- 
tent teaching staff. The director should 
be a physician who has had specific 
training or experience in inhalation 
therapy acceptable to the Council. He 
shall take part in and be responsible for 
tlie actual conduct of the training course. 


B. In clinical practice the enrollment 
shall not exceed four students to each 
instructor. In order to be considered as 
an instructor, a technician should have 
not less than three years of experience. 
III. Facilities 

A. Provision should be made for each 
student to receive clinical practice ade- 
quate in kind and amount under the 
supervision of the teaching staff. 

B. Adequate equipment should be 
available for demonstration and clinical 
use. This should include all types of 
modalities in current accepted use. 

C. Where affiliation with other hospi- 
tals is deemed necessary or important, 
it should be permitted only if adequate 
supervision is possible. 

D. A library of. adequate space and 
availability and containing up-to-date . 
references, texts, and scientific periodicals _ 
pertaining to inhalation therapy should 
be maintained. 

IV. Requirements for Admission 
_ Candidates for admission should satisfy 
one of the following requirements: 

1. Completion of four years of high 
school. Courses in biology, physics, chém- 
istry, algebra, and geometry are recom- 
mended. 

2. Passing of a college entrance ex- 
amination for admission to an accredited 
college or university. | 

3. Graduation from a school of nursing 
recognized by the State board of nurse 
examiners. | 
V. Curriculum 

A. Length of course should include 


not less than nine months of theoretic 


instruction and practical hospital experi- 


‘ 


B. Distribution of Time: 


Qualifications 


Clock Hours of 
Subject Theory Practice Instructors 

1. Applied sciences 

Anatomy 12 

Bacteriology 12 

Chemistry 6 

_ Pathology 12 

Physiology 12 

Psychology 6 

Physics 10 
2. Procedures 

Analyzers and tests 6 6 

Chambers and hoods 12 30 

Humidifiers and inhalators 6 9 

Humidity rooms 9. 15 

Masks and catheters 12 21 Inhalation therapist 

Nebulizers and aerosol 6 9 

Resuscitators 18 45 

Regulators. and manifold 6 15 

Tents and incubators 15 30 
3. Inhalation therapy as applied to: 

Emergency 6 

Medicine 12 30 

Obstetrics 6 15 M.D. for theory; 

_ Pediatrics 6 15 qualified thera- 

Surgery, general 6 15 pist for practice 

Surgery, thoracic 6 15 

Surgery, neuro . 3 15 
4. Ethics and administration 15 30 } Qualified therapist 
5. Nursing arts 180° } Qualified therapist 
6. Clinical practice 470° Qualified Inhalation 

° Theory and practice. therapist 
Torats (hours ) 220 650 330 = 


VI. Ethics 
Exorbitant fees and commercial adver- 
tising should be considered unethical. 
Schools conducted primarily for the 
purpose of substituting students for paid 
technicians. will not be considered for 
approval. 
VII. Admission to the Approved List 
A. Application for approval of a school 
for inhalation therapy technicians should 
_ be made to the Council.on Medical Edu- 
cation and Hospitals of the American 
Medical Association, Forms will be sup- 
plied for this purpose on se They 


should be completed by the administra- 
tor of the institution requesting approval. 
B. Approval may be withdrawn when- 


ever, in the opinion of the Council, a 


school does not maintain an educational 
program in accordance with the above 
standards. 

C. An approved school should notify 
the Council whenever a change occurs 
in its directorship. 

D. Approval may be withdrawn when- 
ever a training program has not been in 
operation for two consecutive years. 
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Field Trips To Highlight 
“AAIT ANNUAL MEETING 


OUTSTANDING field trips 


one to a research laboratory and 
the other to the headquarters of a 
police emergency organization, will 
highlight the 1956 Annual Meeting 
of the American Association of In- 
halation Therapists to be held in 
New York City during the week of 
November 12 through 16. Doctors, 
nationally known for the knowl- 
edge of problems and techniques 
related to inhalation therapy will 
report on the current developments 
and practices in the field, and com- 
mercial displays which will be open 
on the 13th, 14th, and 15th will 
bring those attending the session 
up to date on new therapy equip- 
ment. | 

Dr. Alvan Barach of the Presby- 
terian Hospital in New York with 
the aid of two of his co-workers, 
Drs. Beck and Bickerman, will pre- 
sent a series of lectures during the 
morning session on Wednesday, 
November 14. Dr. Barach will also 
speak at the Wednesday luncheon 
meeting. Wednesday evening all 


those registered for the lecture 


series will be invited to Presbyte- 
rian Hospital to visit Dr. Barach’s 
research laboratory and to see dem- 
onstrations of some of the therapy 
equipment developed under his 
direction. Following this demon- 
stration all attending will be taken 
on a tour of the hospital. 


Service Division will give those 
attending an opportunity to see 
demonstrations of emergency — 
equipment and techniques used 
by the policemen assigned to emer- 


- gency resuscitation and related 


work. 

As is customary at the associa- 
tion's annual meeting, the first day 
is to be divided into two basic ses- 
sions. One for the orientation of 
individual therapists who have not 
previously attended an annual 
meeting, lecture series or Institute 
of the AAIT, and another during 
which therapists and therapy tech- 
nicians. will present papers cover- 
ing technical phases of the profes- 
sion. Such topics as safety devices, 
common errors in therapy adminis- 
tration, clerical problems, and in- 
ventory control will be discussed. 


Association committees also will 


meet on Monday, and present their 
reports to the membership at the 
Business meeting on Friday. 
Doctors to Lecture 
Scientific and technical discus- 
sions will be presented each day 
by doctors well known for their 
work in inhalation therapy and 
related fields. Pressure breathing 


_ will be discussed by Dr. Peter A. 


Tuesday, at lunch, Sgt. Felix | 


Henratty, of the New York Police 
Department, will describe the oper- 
ations of the Police Department's 
Oxygen Service Division. Tuesday 
evening a Field Trip through the 
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Theodos of Philadelphia; Dr. Vir- 
ginia Apgar of New York will speak 
on resuscitation;.Dr. Edwin Levine 
of Chicago will describe the uses 
of inhalation therapy in controlling 
diseases of the chest; the physiol- | 
ogical basis of inhalation therapy, 
aerosol therapy and bronchial 
drainage will be discussed respec- 
tively by Drs. Alvan L. Barach, 


| 


Hylan Bickerman and Gustav Beck ~ 


all of New York; Dr. M. S. Segal 


of Boston will duecetive inhalation . 


therapy treatment of smoke, gas 
and fume poisoning; Dr. Milton 
‘Levine of Ithaca, New York, will 
give a talk entitled “Bronchiolitis 
and Pneumonia in Infants and 
Children”; Dr. Albert H. Andrews 
of Chicago will talk on Inhalation 
Therapy in Acute Obstructive 
Diseases; Dr. Alvan Greer of Hous- 
ton will discuss Tent Therapy and 
Dr. Charles LeTourneau of Chi- 
cago, will report on Oxygen 
Therapy and the Prevention of 
Retrolental Fibroplasia. 

Prior to the business session on 
Friday, Dr. Edwin Emma of New 


York will give some suggestions 


for the qualifications of inhalation © 


therapists, and Dr. Gordon Wyant 
of Saskatoon, Canada, will tell how 
to organize an inhalation therapy 
department. At the luncheon meet- 
ing on Friday Dr. Vincent Collins 


of New York and Dr. Wyant and 


Dr. Greer will present a panel dis-. 


cussion on “Selling the Hospital 
Administrator an Inhalation 
Therapy Department.” At the 
luncheon meeting on Thursday 
Lorraine Kratochvil R. N. of Chi- 
cago will discuss the relationship 


of nursing to inhalation therapy. 


Additional Data 
Fee for the lecture series, includ- 


ing five luncheon meetings, will be 


$50.00 fornon-members and $40.00 
for members. A printed program 
will be mailed to all members with 
their next newsletter and it will 


contain all data needed regarding 


rooms and rates. For additional in- 
formation those interested can 
write directly to: 


Mr. Albert Carriere 
Executive Director 
American Association 

of Inhalation Therapists 
332 South Michigan Avenue 
Chicago 4, Illinois 


Association News Briefs 


: Report on Tri-State Hospital Assembly 


By Nose PRICE 


The Tri-State Hospital Assembly 
met for its twenty-sixth annual ses- 


_ sion at the Palmer House in Chica- — 


go April 30th and May 1, 2 and 3, 
1956. This gathering of hospital 
personnel comes actually from four 
of the mid-western states: Illinois, 
_ Indiana, Michigan and Wisconsin, 
and totals about 8000 people. 

The various sections of hospital 
work are represented by the associ- 
ations which comprise hospital 
staffs. Among these associations, of 
course, is the AAIT. 

The program committee did an 


excellent job in bringing outstand- 
ing speakers. Among the medical 
experts were Drs. Joseph B. Miller 
and Stuart Cullen. Dr. Miller came 


from Mobile, Alabama, while Dr. 


Cullen came from Iowa. Other 


speakers were Miss Lorraine Kro- » 


tochvil and Mr. Stephen Johnson, 
both of Chicago. 


Humidity Control 


Dr. Miller discussed “Humidity 
Control” in his lecture. He pointed 
out the need for a wetting agent in 
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the treatment of various respiratory 
infections. Dr. Miller has done a 

eat deal of research in this parti- 
cular field. He provided slides with 
his lecture, showing the various 
methods of applying humidity. He 
pointed out the need for more than 
humidity alone. There is a need for 
an agent which can thin out the 
secretions and thus enable the pati- 
ent to remove them from the bron- 
chial tree. 


An enlightening paper was read 
by Mr. Johnson (p. 14, this issue), 
dealing with the need for an inhala- 
tion therapy department in the hos- 
pital. His approach was concise and 
helpful. He showed without doubt 
that a well managed inhalation 
therapy department can be of great 
value to a hospital. He emphasized 
the need for qualified personnel to 
carry out a competent inhalation 
therapy program in the hospital. 


Dr. Cullen, who is Associate Pro- 


lapse.” In the lecture, he set forth - 
the various things involved in car- 
dio-pulmonary collapse. Among the 
causes which contribute to this 
condition were obstruction of the 
airway, anesthesia, narcotics and 
pain. 
Miss Krotochvil gave a most in- 
formative paper. She very aptly 
showed the relationship of the in- 
halation therapist to the nursing 
care of the patient. 

After the presentation of this 
paper, a fine discussion was led by 
Mr. Newell of the American Am- 
bulance and Oxygen Service. 

The Executive Director of the 
AAIT gave a short report to the 


group and urged us to continue 


with our membership drive. The 
report indicates progress is being 
made with regard to the organiza- 


_ tion of local AAIT chapters, which 


fessor of Surgery and Anesthesi- | 


ology at the University of Iowa, 
gave an interesting lecture on “Post- 


Operative Cardio-Pulmonary Col-. 


is most gratifying. 

I am sure all who came to the 
Tri-State Assembly this year were 
stimulated to greater effort for the 
advancement of inhalation therapy 
in their respective hospitals. 


AMONG OUR CONTRIBUTORS 


Stephen Johnson, author of “Does a 


Hospital Need an Inhalation Therapy | 


Department?” is an anesthetist at St. 
John’s Hospital in Springfield, Illinois. 
He gave this paper with modifications at 
the Tri-State Hospital Assembly in Chi- 
cago last May. 

Robert Kruse is responsible for the fine 
photography on the next page. An active 
associate editor of “Inhalation Therapy,” 
he is well on his way to becoming our 
official staff photograhper. Mr. Kruse is 
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head of AAMED Rents of Oak Park, 
Illinois, and Secretary of the Chicago 
Chapter which is now in the process of 
organization. 

Noble Price, our associate editor who 
has contributed the report on the recent 
Tri-State Hospital Assembly in Chicago 
is Chief Inhalation Therapist at Meth- 
odist Hospital in Indianapolis, Indiana. 
He is in charge of the “Association News 
Briefs” department and is also a member 
cf the Board of Directors of AAIT. : 
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Members of the Board of Directors 
atterding are, left to right, stand- 
ing: Lawrence Fruik, Noble Price 
and Don Gi'bert: seated are Doro- 
thy Braeger, Sisters Yvonne and 
Borromea. 


Dr. Albert Andrews has an attentive 
listener in Dr. Stuart Cullen. 


At right are Lorraine Kratochvil, 
Dr. Andrews and Lawrence Fruik. 


_ devoted to Inhalation Ther- 


This month’s picture page is 


apy sessions held at the Tri- 
State Hospital Assembly in 
Chicago during April and 
May of this year. 


Dr. Joseph B. Miller with Dr. 
Edwin R. Levine at podium. 
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Does a Hospital Need 
- An Inhalation Therapy Department ? 


By STEPHEN JOHNSON® 


T HAS SEEMED appropriate to 
re-emphasize the importance of 
observing standards in the every- 


day practice of inhalation therapy. 


The results of a survey of the prac- 
tice of inhalation therapy in hos- 
pitals, which was done by the Com- 
mittee on Public Health Relations 
of the New York Academy of Medi- 


cine, indicate a widespread dis- 


crepancy between information > 


available concerning methods of 
administration and the actual con- 
duct of this form of therapy. 

The purpose of inhalation thera- 
py in its broadest\sense is described 
as the attempt restore normal 
function to the respiratory system. 
Effective use of inhalation therapy 
in modern medical practice and 
modern or modernized institutions 
has shown itself of immeasurable 
value in the treatment of coronary 
artery disease, asthma, cardiac fail- 
ure, atelectasis, marked emphyse- 
ma, cerebral thrombosis, pulmo- 
nary edema and pneumonia, as well 
as in respiratory failures due to 
poiscns and other causes—drown- 
ing, severe hemorrhage, shock, al- 


titude sickness and war gas poison- 


ing. 

The most pronounced clinical 
signs are a diminution in cyanosis, 
pulse rate, dyspnea, restlessness 
and delerium, and a decrease in 
pulmonary ventilation volume. 


*This paper was originally given before the 
Tri-State Hospital Assembly in Chicago, April 
1956 
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Hospitals in general have not 
considered it feasible to supply 
trained technicians for inhalation 
therapy administration, and they 
usually relegate this menial chore, 
as it is considered, to the changing 
interne staff, or to nurses and order- 
lies, who in most cases have not 
had proper instruction. This lack 
of skilled technicians in many hos- 
pitals is responsible for inexpert 
management of the methods of 
treatment. The necessity for in- 
structions and for technical depart: . 
ments in such institutions is exem- 
plified by the following clinical 
illustrations and explanations: 
(Taken from Committee on P.H.R 
Report mentioned above). 


A patient with pulmonary 
emphysema was short: of breath 
as a result of an upper respira- 
tory infection. The patient was 
placed in an oxygen tent at a 
flow of 7 liters of oxygen per 
minute, with the canopy care- 
fully tucked in on all sides, and 
the humidity and temperature 
wthin normal range. A concen- | 
tration of 60% oxygen was ob- 
tained within an hour. How- 
ever, the patient revealed an 
increased shortness of breath 
which was relieved quite 
promptly after the tent was 
removed. The previous existing 
dyspnea returned to the same. 
degree present before the treat- 

* ment.’ What was the cause of 
increased dyspnea with 60% 
oxygen? 


> 
t 
¢ 


_ It was due to carbon dioxide con- 
centration of 2.5% which resulted 


from the low flow rate of oxygen - 


which gave an inadequate flushing- 
out of carbon dioxide. The patient's 


elimination of about 250 cc CO: per | 


minute requires dilution to 2500 cc 
of air and oxygen per minute in 
order to lower the concentration of 
CO: to 1%, which is the accepted 
maximum. The tent thus needed 
twice as much entering gas (oxy- 
gen or oxygen plus air) per minute 
as was being used. 


A patient with hypertensive 
- vascular disease and coronary 
arteriosclerois had acute wide- 
spread pulmonary edema _ at 
night. After treatment .with a 
meter mask, providing an ex- 
piratory positive pressure of 5 
centimeters of water, the lungs 
were clear at the end of one 
hour. The mask was removed, 
' but within thirty minutes there 
was a return of pulmonary 
edema. What form of treatment . 
was then indicated? _ 


The patient was retreated with 
the meter mask, using the same 
positive pressure. When the mois- 
ture had cleared, the pressure was 
gradually decreased at the rate of 
one centimeter at half hour inter- 
vals. Under these circumstances the 
heart was offered a gradually in- 
creased volume of blood, so that 
left ventricular failure was not in- 
_ duced by the sudden: entrance of 

a great amount of blood. 


In establishing an inhalation ther- 
apy department, whether it be in a 
hospital of 100 beds or one of 500 
beds, the actual setup will vary 
according to the needs of the in- 
dividual institution, but certain es- 
sential functions will be common to 
all. 


Department Head 
A member of the regular medical 
staff who is either appointed by the 
administration or selected by his 
associates should be responsible for 
the department, and to him a tech- 
nician or technicians should be as- 
signed to carry out the methods 
end procedures; as in the case of 
the pathologist and his laboratory 
technicians, the radiologist and his 
X-ray technicians—thus designating 
two areas of responsibility: one 
medical and the other technical. 
The latter engulfs the supervision 
of the mechanical and clerical as- 

pects of inhalation therapy. 


The. staff member in charge will 
act as a consultant to his colleagues, 
supervise the technicians in various 
phases, and work out general pro- 
cedures that should become the 
rule. The logical man for this posi- 
tion would be the physician inter- 
ested in respiratory physiology, one 
interested in the diseases of the 
chest or the anesthesiologist. 


_ The inhalation therapist or tech- 

nician has numerous duties and re- 
sponsibilities. Let us follow a rou- 
tine incident pertaining to the 
duties and method of administra- 
tion with resulting effects for all 
individuals and departments con- 
cerned. 

A patient enters the hospital and the 
physician has ordered a regimen of in- 
halation therapy. The nurse in the de- 
partment notifies the inhalation therapist 


_of this, and the technician at once goes 


to work. If the patient is conscious and 
can converse with the technician, the 
latter will visit and discuss points of the 
regimen with the patient. He will observe 


‘any fossible idiosyncrasies the patient 
may have, in order to determine the 


type of equipment he will utilize in 
obtaining the physician’s requirements of 
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therapy which will be most comfortable 
for the patient, and in response will prob- 
ably receive from the patient his fullest 
cooperation and confidence. In this visit 
the therapist will also rearrange any 
furniture in the room, if necessary, so 
that when his. equipment is brought in 
it can immediately be placed and therapy 
started. 

The therapist, of course, has a knowl- 
edge of the equipment available at that 
given moment, for he records the num- 
ber of units and uses and their return, 
and has seen to it that upon its previous 
return each piece of equipment has been 
cleaned, sterilized and repaired if neces- 
sary in order for it to be ready for im- 
mediate re-use. 
_ Then the therapist installs the equip- 
ment efficiently and* unhesitatingly. He 
placards the room and surrounding area 
as a safety factor by placing No Smoking 
signs, and instructs the patient as to the 
hazards and also the visitors and/or any 
other personnel in that range. By in- 
stalling the equipment efficiently, he has 


safeguarded both the patient and the. 


equipment; he has avoided any waste 


and he has eliminated breakage due to. 


lack of knowledge of equipment. 


The therapy having been started, the 
therapist has accurate records of the 
equipment used and its location. The 
floor personnel are instructed, pertaining 
to proper functioning, and requested that 
if this should in any way be impaired 
the Inhalation Therapy Department 
should immediately be notified. Inexperi- 
enced personnel should not tamper with 
the equipment. 

When therapy is instituted the patient 
is automatically put on the therapist’s 
list, and frequent visits are made to check 
the equipment, function and supply, ob- 
serving that the physician’s orders are 
being: properly carried out, and reassur- 
ing the patient. 

The therapist submits accurate daily 
charges to the credit department, and 
the punctuality of these charges aids the 
efficiency of that department. The possi- 
bility of the same patient’s being charged 


twice or the .failure to submit a charge 
due to oversight or distraction is much 
smaller when the charging is done syste- 
matically by the inhalation therapy de- 
partment than when some other depart- 
ment has to look after it. 


At the conclusion of the regimen of | 


therapy, the equipment is reclaimed by 
the therapist and checked against his list 
of equipment utilized for that patient, 
thus avoiding any loss or misplacement. 
It is then processed and stored until 
needed again. 


National Fire Protection Associa- 
tion Pamphlet #565, section 11, 
Handling of Gases, charges admin- 
istrations to provide regulations as- 
suring the safe handling of combus- 
tible and combustion-supporting 
agents by hospital personnel. Iden- 
tification, location, storage, special 
precautions for the handling of oxy- 
gen valves, regulators and cylin- 
ders, cylinder connections and 
transfilling are all subtopics of this 
section. With the careful study of 
this and other sections of the pam- 
phlet and/or other. provisions laid 
down by statutes or insurance un- 


derwriters, the therapist fulfills the 


_administration’s obligations to this 
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charge and has placed the adminis- 
tration abreast of the recommenda- 
tions of various authorities, who 


advocate the placing of all oxygen 


therapy, equipment control, safety 
and maintenance in the hands of 
one qualified and interested indi- 
vidual. 


The economy, the minimizing of 
breakage and loss, the proper re- 
pairing, the continued good func- 
tioning, the safety factors observed 


and set forth, the satisfaction of the — 


attending physician, the alleviation 
of the burden on the general nurs- 
ing staff and its associates and the 
punctuality and correctness of 
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New Four Way 


Oxygen Therapy Mask 


It’s a universal mask because it can be used 
four ways: 1. Reservoir type mask; 2. Straight 
Rebreathing mask, by removing center valve 
cover between bag and face piece; 3. Positive 
Pressure mask, with accessory positive pressure 
valve; 4. Supersaturated oxygen therapy mask, 


with large bore tubing, no bag. 


Fits any size face; imbedded wire inserts 


adapt mask to all facial contours. Has inter- 


changeable valves, detachable bag, seamless 
reinforcements, exhalation shield for eyeglass 
wearers, stomach tube orifice. And the mask 
can be completely disassembled for sterilizing. 
Write for prices and descriptive literature. 

! 


Branches in 56 Cities 


NATIONAL CYLINDER GAS COMPANY 
840 N. Michigan Avenue, Chicago 11, lilinois — 


Copyright 1956, National Cylinder Ges Company 


Above, with accessory positive pressure vaive. 


Below, with large bore tubing, no bag. 
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charges to the credit department, 
the reduction and prevention of fire 
hazards are all definite assets to ad- 
ministration. 


A recent Linde Oxygen ey 
Bulletin cites the following figures 
for a typical 1500-bed hospital for 
the last six months of 1954: 


1795 cases of oxygen therapy 

641 were by tent, for a total of 
2228 days 

361 were by catheter or other 
nasal apparatus, totaling 
1028 days 

107 were mask patients (all 
types), totaling 205 days 

145 infants in incubators for 
441 days 

323 infants in infant hoods for 
992 days 


From these figures we see that 
oxygen therapy is an important an- 
_ cillary medical service in our hos- 
. pitals today, and also that there is a 
fair consistency in the length of 

cases—averaging about 3 days for 
most types of therapy. Oxygen 
cases that used to last several weeks 
now usually only require several 
days. This indicates that the use of 
oxygen in combination with other 


medications, and better equipment 


with proper supervision have less- 
ened the time required for ade- 
quate oxygen therapy. This shorter 
treatment does not impose the 
financial burden on the patient 
which the former protracted _pe- 
riods did. 


Oxygen in the post anesthetic 
recovery room or for the post-anes- 
thetic patient is of great impor- 
tance, and should be handled by 
trained personnel: : 


Oxygen is the paramount inha- 
lation therapy agent, but there are 
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other agents, such as: helium and 


oxygen mixtures, carbon dioxide 
and oxygen mixtures, nebulization 
of antibiotic aerosols, bronchodila- 
tors, wetting agents and mucolytic 
enzymes. These must also be con- 
sidered as a part of inhalation ther-. 
apy. The most common of these is 
a new detergent, superinone, com- 
monly known to us as Alevaire ®, 
and has already found widespread 
use in premature and newborn in- 
fants, croup, laryngitis, acute bron- 
chiolitis, diphtheria, pertussis, poli- 
omyelitis, asthma, emphysema, etc. 
It is also used in cases of respira- 
tory damage due to burns and 
blasts, pre- and post-operative pul- 
mecnary complications such as tra- 
cheotomies, cardiovascular or cere- 
brovascular accidents, etc. 


In conclusion, let us continually 
remind ourselves that although this 
life-sustaining element oxygen con- 
stitutes only 1/5 of the atmospheric - 
air, we continually inhale and ab- 
solutely require it. This imposes . 
upon us in the medical fields an 
obligation to see to it that all those 
placed in our charge shall be as- 
sured of it, by whatever supple- 
mental or artificial means as may 
be necessary in cases where the. 
normal means are deficient or inter- 
fered with. 
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tequirements, and thes helps him decide (a) when to commit 
the patient to mechanical respiration (b) volume requirements of 


ROUTINE CLINICAL USE 


Helps the physician diagnose patient’s 
insufficiencies and accurately measures the pulmonery 
volume of patient. 


WHICH DIRECTLY AND CONTINUOUSLY | 
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THE EDITOR’S CORNER 


It is our intention to establish this page 
as a regular feature of each issue of the 
. journal, to be used by the Editor in dis- 
cussing with our members and other 


readers some of the various problems . 


associated with the publishing of the 
- journal, subjects related to the A.A.I.T. 
or topics of general interest to people 
engaged in this field of work. 


Apology 


Through an oversight, credit was not given to the American College of 
Surgeons for permission to reprint the illustrations used with the article 
by Drs. Schwartz and Dale in our May issue. The article was original to us, 
‘but the two figures had already appeared with another?article in the 1955 


SURGICAL FORUM. 


Letters 


To help us express your views (as well as ours), please let us have your 
reactions to the subjects discussed on these pages. : 
We shall all learn more by exchanging ideas than we shall by having 
only one person, the Editor, write on the basis of his own limited experi- 
ence. Letters to thé Editor can be about anything which appears in this 
journal. All signed letters will be answered directly, and if of sufficient 


interest will be printed in the Letters to the Editor section. 


New Book 


Our readers will be interested in 
a new book on Pulmonary Emphy- 
sema by Drs. Barach, Bickerman et 
al, just published by Williams and 
Wilkins Co. this summer. One 
chapter, “Application of Respira- 
tory Physiology to Therapeutic 
Procedures in Pulmonary Emphy- 
sema, appeared in the April Jour- 
nal of Chronic Diseases and is ab- 
stracted here. | 7 


A detailed treatment of Hypoxia 
prefaces the remarks on its occur- 
rance in emphysematous patients 
and their treatment. He then consi- 
ders Changes Induced by Relief of 
Hypoxia, Sensitivity of Chemore- 
ceptors to Arterial Hypoxia, various 
forms of hypoxia and methods of 
increasing resistance to it, includ- 
ing various drugs and such mea- 
sures as thyroidectomy to lower the 
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Inhalation 
therapists 

” interested in any phase 
—” of oxygen therapy are in- 
y vited to write for Ohio Chem- 
Li ical’s new 40-page brochure. 
Please favor us with the name of your 


Uffers a complete | hospital when filling out the coupon. 


OHIO CHEMICAL & SURGICAL EQUIPMENT CO. 
MADISON 10, WISCONSIN . 


Ohio Chemical Pacific Company, Berkley, Calif. 
Ohio Chemical Canada Ltd., Toronto 2 * Airco Company International, 
New York 17 * Cia. Cubafia de Oxigeno, Havana 


: Please forward a copy of yeur new O2 brochure, 
No. 4660. 
OHIO CHEMICAL & ‘ 
SURGICAL EQUIPMENT CO. 
1400 E. WASHINGTON AVE. Name. 
MADISON 10, WISCONSIN 4 
Dept. IT-9 


( date) 


Title 


t 

} 

ALAA 
{ 

“Se. 
‘ 
3 
< 
age 
/ 
4 
CO y 
ia 
| 
i 
21 


basal metabolic rate, etc. 

After discussing Acclimatization 
to Hypoxia and Reflex Chemical 
Control of Respiration, Dr. Barach 
proceeds to develop the Physiologic 
Therapy in Pulmonary Emphyse- 
ma, with sections on the use of 
helium and helium-oxygen mix- 
tures, oxygen therapy techniques, 
and the clinical application of pres- 
sure breathing (both continuous 
and intermittent positive pressure ). 
_ Concerning helium-oxygen mix- 
- tures (80-20), he says that whereas 


the advent of adrenal cortex deriva- 


tives and bronchodilator aerosols 
-has removed the need for more or 
less routine use of He-O: in such 
cases, it nevertheless affords a very 
considerable relief to the patient, 
especially when combined with 
pressure breathing. 


Dr./Barach feels that if oxygen , 


therapy is employed, continuous is 
much to be preferred to intermit- 
tent technique, and he outlines a 
program of gradually increasing 
liter\ flow rates which permits the 
patient to get accustomed to the 
rising concentration without de- 
pression of the respiratory center. 

It is frequently stated that the 
decrease in ventilation occasioned 
by oxygen therapy in emphysema- 
tous patients causes increased CO: 
retention. Barach says that this ad- 
ditional CO: retained does not nec- 
essarily cause a change in the blood 
pH, and that unless it does there 
is no cause for alarm. Further, he 
‘points out that after a few days of 
oxygen therapy, the lungs’ efficien- 
cy usually improves, and the initial 
rise in CO: content of the blood is 
followed by a fall, because of bet- 
ter diffusion of CO: out of the 
lungs. | 

The oxygen tent is discussed as 


a means of providing low-concen- 
tration therapy for these patients, 
by the expedient of using air injec- 
tors to avoid CO: accumulation in 
the tent. He emphasizes the point 
that without air injection, the tent 
is not a suitable form of therapy for 


these patients because of the dan- 


ger of too high oxygen concentra- 
tions with 10 to 12 liters of oxygen, 
or CO: accumulation contingent on 


_ low liter flows of oxygen into the 


tent. 

Pressure breathing must be used 
only with special precautions in pa- 
tients with peripheral vascular fai- 
lure. In cases of cardiac insuffici- 


_ency, the decrease in blood enter- 


ing the heart as a result of pressure 
breathing often causes an increased 
cardiac output where it was the left 
heart that was failing. This would 
be beneficial, but IPPB may aggra- 
vate insufficiency of the failing 
right heart in some cases. 

An old but still reliable means of 
assessing whether the pressure 
breathing has adverse effects is that 
of measuring the patient's. blood 
pressure during ‘the treatment. If 
this falls more than 15 mm mer- 


' cury, an injurious degree of pres- 


sure is probably being employed. 
Dr. Barach stresses the point that 
unless there is a respiratory acidosis 
(patient's blood pH altered by the 
retained CO:), there is no particu- 
lar advantage to hyperventilating 
the patient in order to get rid of 
CO:. 
_ Various devices are described for 
providing continuous positive pres- 


‘sure of 5 to 8 cm of water, and it 


has been found that these are sub- 
jectively more pleasant for the pa- 
tient than IPPB equipment which 
maintains a comparable mean pres- 
sure. 
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Letters to the Editor 


(Note: The following problem is 
just the sort of thing we need to air 
in this column, in order to let the 
membership see what each other’s 
difficulties are. Discussion and sug- 
gestions are invited.) 


April 2, 1956 
Dear Sir: | 
There is a. problem which confronts 


‘me which might be of interest to other 


therapists. In Wisconsin very few tents 
are used, and “nasal catheter” technique 
was used almost exclusively at our hos- 
pital. Once in a while a doctor would 
order a metal cannula. Since these were 


difficult to keep in place, we stocked 


_ plastic cannulas (Hudson) when they 


came on the market. 

Before long, the majority of orders 
came for nasal cannula therapy, regard- 
less of the fact that many of the patients 
are mouth breathers. 

Before I ask for a hearing at a staff 
meeting, I would like documentary evi- 
dence with which to face the doctors. 
Can we do this in the Journal? 

Sincerely, 
(Miss) Dorothy Braeger, R.N. 
Milwaukee Hospital 


There is evidently a sort of mass 
psychology reaction at work here, 
which we have seen many times in 
other hospitals: as soon as one doc- 
tor orders something for one of 
his patients and it goes over well, 


_ all the rest of the staff immediately 


begin ordering the thing for all 
their patients, without regard to 
whether it is suitable or not. (Now 
of course not all of them do, but so 
it seems to the harrassed therapist! ) 

The particular case at hand is 
more flagrant than many, because 
even with patients who are not 


mouth breathers, the amount of» 


oxygen you can give by cannula at 
reasonable flow rates is probably 
not much over 35%—vastly inade- 
quate for a good full-blown myo- 
cardial infarction or acute pulmo- 
nary edema case. Therefore, it 
seems to us that if you get a chance 


will give a concentration of 


to plead your case with these doc- 
tors at all, that you should stress 
the concentration inadequacy more 
than the mouth-breathing versus 
nose-breathing angle. 
What we need to keep before us 
is that usually the only way to get 
anything over 60% oxygen concen- 
tration is by mask, and that tents 
(except some new ones) seldom 
run over 50%, catheters about that 
or less, depending on flow rate, and 
cannulas definitely less than cathe- 
ters—which, incidentally, makes 
them excellent for tapering-off 
therapy after a patient has been 
getting about 50% in a tent or by 


catheter. 


Dr. Andrews’ Manual of Oxygen 
Therapy Techniques says (pa 
122) that 6 to 8 liters per minute 


7O 
with a double cannula; Dr. 


- Barach’s Physiologic Therapy in 


Respiratory Disease says (page 
321) that this flow will give closer 
to 45%. Neither author tells where 
this concentration is measured (i.e., 


_ where gas sample was taken—nose, 


trachea, etc.), but it is our opinion 
that the oxygen content of the in- 
spired air reaching the alveoli will 
be closed to the more conservative 
figure, if not even less, in the aver- - 
age patient with a double cannula 
receiving 8 liters per minute of oxy- 
gen. This is because of excessive 
loss of oxygen around the end of 
the nose (the cannula tips dip into 
the nostrils not more than 44”), and 
also because of dilution with air 
entering the nostrils even when the 


mouth is closed. 
— The Editor 
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OXY SWIG EMERGENCY OXYGEN KIT 


Should be in every Physician’s car and office — also in 
many of their patients’ homes — for those emergency 
cases in which OXYGEN may be the vital issue between 
life and death. 


OXYGEN is frequently indicated in coronary occlusion 
... congestive heart_ failure . . - pulmonary complica- 
tions ... convulsions .. . drowning ... electric and 
traumatic shock . . . traumatic obstruction to arterial 
or venous blood flow .. . peripheral vascular accidents. 
. . . respiratory depression due to barbiturates, mor- 
phine, alcohol and other toxic agents. For practically 
all types of ANOXIA. 


This small cOmpact steel cylinder (2” x 12%”) contains 
45 liters of purified oxygen, compressed to 1800 pounds 
pressure with a superior type gauge and valve, supplies 
the urgency without a minute’s delay. A plastic face 
_mask and tube are provided for convenience. Supplied 
with plastic carrying case. Weight less than 4 pounds. . 
So simple a child can operate it. 


Physicians may prescribe it for their patients’ home 
“use or when traveling. 


_ Complete with carrying case $29.95 
(Oxygen refill of tube at nominal price) 
Additional masks available | 


WEMAR CORPORATION 


P.O. Box 1207 . Monterey, California 
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New Equipment 


Nurse’s Call Light Cord Safe for Use 
in Oxygen Tents. Sperti Faraday, Inc., of 
Adrian, Michigan, has introduced a new 
explosion-proof cord for use with Fara- 


day Premier (Holtzer-Cabot) nurse call 
systems where the patient is in an oxygen 
tent. It-is made to withstand repeated 


INHALATION 
THERAPY 
IN 
CHICAGO 


AAMED, INC. 
Say “Ah...Med” 
RENTS & SELLS 
404 Lake St. 

Oak Park, Illinois 

VI 8-6300 


drops without breakage, and can be auto- 
claved without injurious effect. The com- 
plete mechanism of this cord set (see il- 
lustration) is enclosed within the wall 
plug housing, and is actuated by slight 
pressure on the non-conductive bulb. The 
device can be reset by means of a button 
located on the wall plug. (Check No. 131) 


Resuscitator for, Oxygen Wall Outlets. 
The Ohio Chemical & Surgical Equip- 
ment Company, of Madison, Wisconsin, 
has introduced a lightweight and very 


convenient _ resuscitator unit which at- 
taches directly to any oxygen pipeline 
outlet. The inhaler assembly has an ad- 
justable pressure relief valve, and pro- 
vides for IPPB, with cycling manually 
controlled. The gauge (see cut) indicates — 
the pressure in the resuscitation circuit, 
which is preselected within a range of 
3 to 25 mm mercury, and adjusted by the 
automatic control knob. (Check No. 132) 


| 

MORE DATA... 
can be obtained by mailing 
| this coupon to the Inhalation Ther- 
apy, Room 904, 332 So. Michigan 
1 Ave., Chicago 4, Ill. 

Please send data on item checked 
to: 
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accuracy not affected by 


5, 


because its 
flow indicator 
is pressure- 


compensated... 


The LinpE R-501 Oxygen Regulator re- 
mains accurate despite back-pressure caused 
by devices such as humidifiers, nebulizers, 
and concentration meters. When back-pres- > 
sure is introduced, the ball float drops to a | 
lower reading to show the actual flow going 
to the patient. This feature is particularly LINDE AIR PRODUCTS COMPANY 
important today, when high humidity and : Dhptecsercess: 
aerosol therapy are being ordered more and Union Cathide 
more frequently. 30 East 42nd St. [gig New York 17, N.Y. 
Your supplier will be glad to demonstrate 
the LinpE R-501 Oxygen Regulator. Once 
you examine its many special features and 
smooth operation, you will be convinced 
that the R-501 will handle all your oxygen 
regulation needs with the maximum eff- 
ciency and economy. Arrange to see it soon. 


Offices in Principal Cities 
In Canada: Linde Air Products Company 
Division of Union Carbide Canada Ltd., Toronto 


The term “Linde” is a registered trade-mark of 
Union Carbide and Carbon Corporation. 
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INHALATION THERAPY ABSTRACTS 


“Relief of CO-: Narcosis by Simple 
IPP Therapy,” by Theodore Noehren, 
M.D., in Diseases of the Chest, 28:515 
(Nov. °55). 


The author reviews the difficulties be- 
setting the administration of oxygen to 
patients who are depending on their hy- 
poxic drive to stimulate respiration which 
has been depressed by accumulation of 
excess (“CO-: Narcosis”). Giving 
oxygen in these cases usually’further de- 
presses the respiration, and may lead to 
coma and death. 


Among the things tried to get around 
this difficulty are CO:2-O: mixtures (un- 
successful), progressively increasing con- 
centrations of oxygen, chemicals which 
inhibit enzyme systems involved in con- 
version of CO-: to carbonic acid and vice 
versa in the body, and hyperventilation. 
Of these, the hyperventilation is the most 
successful, but voluntary efforts of pa- 
tients with chronic lung disease cannot 
produce sufficient tidal volume increase. 


ELIOT MEDICAL 
PLASTICS INC.. 


PIONEERS AND 

MANUFACTURERS OF: 
The Neb-El-izer, Per- 
matent, Croup Tent, 
ABC Face Tent, 
FT-2 . Alevaire/Humid- 
ity Mask, Air-O-Sol 
Mask, Air-O-Sol Pump, 
and the Multi-purpose 
Positive and Negative 
Pressure Unit, the 
VENT-EL-AIRE 
(cough machine), | 

WISH THE AMERICAN ASSOCIA- 

TION OF INHALATION THER- 

APY MEMBERS and the STAFF 


of the JOURNAL CONTINUED 
AND GROWING SUCCESS. 


Eliot Medical Plastics Ine. 


429 WASHINGTON STREET 
LYNN, MASS. 


Accordingly, some workers have tried 
using iron lungs, and have found that 
these work very well. However, this 
method presents inconvenience in nursing 
care, and the other drawbacks of full tank 
respirators. Respirators of the demand 
valve type have been used with fairly 
good results, but when used with oxygen 
the patient may stop demanding, and 
hence require constant nursing supervi- 
sion. 


Dr. Noehren suggests that since the 
main problem‘here is getting rid of re- 
tained CO-. by means of hyperventilat- 
ing the patient, rather than one primarily 
of anoxia, there is enough oxygen in the 
air to suffice for the patient once a decent 
tidal exchange is accomplished. There- 
fore, if the IPPB machine is operated 
with compressed air instead of oxygen, 
there is not as much danger of stopping 
respirations by removing the anoxic drive, 
and of course the tidal volume. is in- 
creased as much by using air as it would 
be using oxygen. : 


The carbon dioxide rétention which 
emphysema causes has several effects. 
One, of course, is the change in sensi- 
tivity of the respiratory center that ac- 


counts for the vicious circle of more CO-: 


retention. Another is pulmonary hyper- 
tension which can cause right heart fail- 
ure (“cor pulmonale” ). Hyperventilation, 
which in these cases Dr. Noehren thinks 


_is best accomplished by IPPB with com- 


pressed air, rids the system of excess 


~CO-:. This often helps lower the pul- 


monary hypertension, which in turn 


greatly relieves the failing right ventricle. 


“Pulmonary Emphysema, Cardio-Res- 
piratory Disturbance,” by Hurley L. 
Motley, M.D., F.C.CP., 
the Chest, 29:292 (March 1956). 


This is an excellent article for the 
therapist who may be a little uncertain 
about Emphysema, as it gives much use- 
ful information on the subject, including 
what it is, how one can tell the degree 


_ of its severity in a patient, various diag- 
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nostic tests which reveal the extent of 
complications like pulmonary hyperten- 
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TROUBLED BY EQUIPMENT 


OUT OF SERVICE? | 


Oxygen Therapy Regulators 

Oxygen Tents 

Oxygen Flowmeters 

_ Oxygen pipe line accessories 
Oxygen Humidifiers 
Vacuum Regulators 
Vacuum Bottles 


_ Portable electric vacuum equipment 
Vacuum pipe line accessories 


Inhalators 


KEEP YOUR : 
THERAPY APPARATUS EQUIVALENT 
TO YOUR THERAPY SERVICE — 


BY UTILIZING THE EXPERIENCE 
AND FACILITIES OFFERED BY... 


OXYGEN APPARATUS SPECIALISTS 


COMMODORE 4-3794 
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sion which may be associated with it, 


methods of treatment, etc. It is not a 
complete and comprehensive treatment of 
the subject (which would require a 


book!), but gives rather more explana- | 


tory material than do many journal arti- 
cles written primarily for the medical 
profession. 


“The Vital Capacity of Children,” by 
H. Everly Jones, in Archives of Disease 
in Childhood. 30:445 (Oct. 55). 


This investigator has collected data on 
324 boys and 301 girls of ages ranging 
from 6 to 13% years, and carefully com- 
pared their heights, weights, and surface 
areas. Subjects selected were all normal 
school children who were not suffering 
any diseases or infections at time of the 
measurements. 

(This table is a valuable reference for 
those who, for example, are dealing with 
children with paralytic polio who must 
be placed in respirators, because it gives 


a notion of about what the vital capac- 


ity of a child should be for a given 
weight, height or surface area, and hence 
gives also an indication of the degree of 


respiratory impairment that may be pres- 


ent at any stage of the disease process. 


—Ed. ) 


“Intermittent Positive Pressure Breath- 
ing,” by Drs. Leslie, Dantes and Roslove, 
in JAMA 160:1125 (31 Mar. 56). 


A group of patients with pulmonary 
emphysema, fibrosis, bronchiectasis or 
atelectasis were treated with three 
bronchodilators (Insuprel, Aerolone and 
Antrenyl) nebulized by aerosol genera- 
tors. The aerosols were given four times 
a day: twice with IPPB and twice with-_ 
out. Quantitative data were obtained. 


They could not show that the IPPB en- 


hanced the effect of the bronchodilatoss. 
They feel that IPPB is of no help 
where bronchospastic difficulties compli- 
cate the case, but is of benefit for pul- 
monary edema and resuscitation. 


HUMIDIFIER — NEBULIZER: 


level sight. 


(ontinontalair Now with HUMIDITY! 


The Original Iceless Oxygen Tent, with its record of depend- 
ability and easy maintenance, offers this feature. 


100% SUSPENDED NATURAL FOG 


available in few minutes with temperature controlled 
oxygen concentration. No droplets within canopy. 


Used with Oxygen or Compressed Air. 


Non-rust corrosion proof atomizer 

All plastic, non-corrosive reservoir . - 
8-10 hour capacity . . . easily filled 
or removed for cleaning. Visible water 


Easily Operated . . . No Service Problems 
Mechanical Parts, or Switches 


Model M4000H 


CONTINENTAL HOSPITAL SERVICE INC. 
18624 Detroit Avenue, * Cleveland 7, Ohio 
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A COMPLETE LINE OF 
ARTIFICIAL RESPIRATION 
AND INHALATIONAL THERAPY 
EQUIPMENT FOR MODERN 
TREATMENT TECHNIQUES 


M-S‘A DEMAND 
PNEOPHORE 


» This versatile instrument 
combines automatic §inter- 
mittent positive pressure, 
and flow without pressure, 
when desired. Ideal for treat- 
ment of apnea and other 
respiratory emergencies. 
Write for details. 


pe M-S-A PULMONARY 
VENTILATOR 


Effective intermittent posi- 
tive pressure application of 
aerosols such as broncho- 
dilators and bacterio-static 
agents. Provides complete 
respiratory tract distribu- 
~ tion. Write for details. 


M:S‘-A OXYGEN THERAPY UNIT 


Supplies oxygen 
on inspiratory 
demand to 
patients 
with vol- 
untary res- 
piration. 
Fits any 
oxygen cyl- 
inder or piped 
system. Write for 
details. 


PUSH BUTTON FLOW REGULATOR 
—OPTIONAL EQUIPMENT 


Used with the Pulmonary 

Ventilator, depression of 

push button initiates flow 

Ps and consequent pressure 
builds up, insufflating patient’s lungs to pre- 
set pressure—then automatically cycles for 

-€xpiration. Artificial respiration is thus pro- 
vided. With other units, push button initiates 
flow from demand valve, and can be locked 
to provide constant flow rate. 


M-S‘A PNEOLATOR 


Self-contained automatic arti- 
ficial respiration device that 
supplies oxygen under inter- 
mittent positive pressure to 


victims of apnea. Operation is - 


completely automatic and safe. 
Lungs are inflated to prede- 


termined pressure. Cut-off per- 
mits exhalation by natural 
recoil of chest and diaphragm. 
Facepieces for adults and 
children. Unit is protected by 
rugged carrying case. Write 


for details. 


MINE SAFETY APPLIANCES COMPANY 
201 North Braddock Avenve, Pittsburgh 8, Pa. 
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[ntermittent Positive Pressure Breathing 
with aerosols for treating pulmonary difficulties. 


EMERSON 


Respiration Assistor 


* TANK MODEL COMPRESSOR MODEL 


Mixes air with oxygen. Flows ‘jaiady, exhales Needs NO OXYGEN and siti great economy ~ 
freely. Cleans easily. for hospital, office, or home use. Please write. 


J..H. EMERSON COMPANY 


22 COTTAGE PARK AVENUE, CAMBRIDGE 40, MASSACHUSETTS, U.S.A 


> 


AMERICAN ASSOCIATION OF | 

Room 904, 332 South Michigan pari “i 
PAID} 


Chicago 4, Ill. | : 


Permit No. 1156 


} 
: 
| 
i 
{ 
} 
<a 
t 
; 
| 
a] 
3 
i 
| 
| 
og 
3% ~ 
; 
Ferm 3547 Requested. 


wr. 
ie 
3 
“6 
"hy 
a 
ua 
L 
~ 
4 
2 
> 
> 


